There’s a little of the non-conformist in everyone. 



SURGEON GENERAL'S WARNING: Cigarette 
Smoke Contains Carbon Monoxide. 


SIENNA. 

Its not the same old smoke. 




Source: https://www.industrydocuments.ucsf.edu/docs/zpgn0004 









